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VOLTAGE REFERENCE CIRCUIT BASED ON TEMPERATURE 


COMPENSATION 
PATENT # APPLICATION # FILING DATE ISSUE DATE 
9128497 13993117 08/26/2013 09/08/2015 


Payment Window Status 


WINDOW STATUS FEES 
7.5 Year(s) Closed Paid Maintenance fee has already been pai 
Fee information is available at uspto.go\ 
Window First Day to Pay Surcharge Starts Last Day to Pay Status Fees 
3.5 Year 09/08/2018 03/09/2019 09/09/2019 Closed Paid 
7.5 Year 09/08/2022 03/09/2023 09/08/2023 Closed Paid 
11.5 Year 09/08/2026 03/09/2027 09/08/2027 Not Open Not Due 


Patent Bibliographic Information 

Customer # 23552 

Entity Status UNDISCOUNTED 

Phone Number = (612) 332-5300 

Address MERCHANT & GOULD P.C. 
P.O. BOX 2903 


MINNEAPOLIS, MN 55402-0903 
UNITED STATES 


